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Message Text 


LIMITED OFFICIAL USE MOSCOW 14455 

FOR A/FBO 

E.O. 11652: N/A 
TAGS: ABLD, ASEC 

SUBJECT: LENINGRAD AND MOSCOW FIRE ALARM 
SYSTEM 

REF: (A) STATE 156301, (B) MOSCOW 14237 
1 . REF B SENT BEFORE REF A RECEIVED. 

IN INTERIM WE HAVE BEEN INFORMED 

THAT HONEYWELL TECHNICIAN WILL BE MADE AVAILABLE AND 
IS EXPECTED TO ARRIVE IN LENINGRAD MONDAY, JUNE 26. 

3. SAME TECHNICIAN THEN SCHEDULED TO COME TO MOSCOW 
TO ASSIST IN CHECK OUT AND INITIAL OPERATION OF 
MOSCOW EMBASSY ALARM SYSTEM. 
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